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CONFIDENTIAL 

PAGE 01 STATE 206309 
ORIGIN SY-05 

INFO OCT-01 EA-10 ISO-OO FBOE-OO /016R 

DRAFTED BY A/SY/OPS/T:L JACKSON:JW 
APPROVED BY A/SY/OPS/T:M H MUSSER 
DESIRED DISTRIBUTION 
SY/OPS/FO/EA 

105831 300103Z/65 

R 292145Z AUG 77 
FM SECSTATE WASHDC 
TO AMEMBASSY TAIPEI 
USLO PEKING 

INFO AMCONSUL HONG KONG 
AMEMBASSY MANILA 

CONFIDENTIAL STATE 206309 

TAIPEI FOR RSO, PEKING FOR TSO BAGNAL, HONG KONG FOR OIC/RTC 
E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: ACR AIR CONDITIONER - TAIPEI 

(CAP) AND RSS FROM A/SY/OPS/T; MANILA FOR TSO 

REF: (A) TAIPEI 05252, (B) PEKING 01863 

1 . THE CONDITION OF THE AIR FILTER(S) AND THE LOCATION OF 

THE THERMOSTAT SENSING BULB HAVE NOT BEEN ADDRESSED SO FAR 
IN ANY OF THE CORRESPONDENCE RECEIVED AT SY/OPS/T. A DIRTY 
AIR FILTER OR AN INCORRECTLY INSTALLED SENSING BULB (NOT 
IN THE RETURN AIR DUCT) COULD CAUSE THE REPORTED PROBLEM. 

2. PLEASE ADVISE. VANCE 
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